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E.O. 11652: N/A 
TAGS: TECH, ENRG, JA 

SUBJECT: SALE OF WASTE HEAT RECOVERY TURBINE TO U.S. COMPANY 

REF: A. 75 TOKYO A-435, B. TOKYO A-69 

1 . REFAIRS REPORTED ON CHARACTERISTICS OF LARGE SIZE 
FREON GAS TURBINE, MARKETED BY IHI, FOR USE IN RECOVERY 
OF ENERGY FROM WASTE HEAT SOURCES. JAPANESE NEWSPAPERS 
PUBLICIZED THIS WEEK THAT IHI HAS SOLD 500 KW TURBINE- 
GENERATOR SYSTEM TO ALLIEN CHECMIAL CORP. FOR INSTALLATION 
AT SULFURIC ACID PLANT IN NORTH CLAYMOUNT, DELAWARE. TURBINE 
SCHEDULED TO GO INTO OPERATION BY MID-1977. APPARENTLY 
ALLIED WILL BE PARTICIPATING IN DEVELOPMENT AND SALES 
OF THIS SYSTEM. 
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